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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 145257 

44 

ORIGIN EPA-04 

INFO OCT-01 EUR-25 ISO-00 SSO-00 NSCE-00 USIE-00 INRE-00 
FEA-02 AEG- 11 AID-20 CEA-02 CIAE-00 CIEP-02 COME-00 
DODE-00 EB-11 FPC-01 H-03 INR-10 INT-08 L-03 NSAE-00 
NSC-07 OMB-01 PM-07 RSC-01 SAM-01 SCI-06 SP-03 SS-20 
STR-08 TRSE-00 OIC-04 /161 R 
66650 

DRAFTED BY: EPA/FAHARRIS 
APPROVED BY: EUR/RPM :JTSCHOLLARET 
WUR/NE:JDOOLEY 

022342 

OR051833ZJUL74 
FM SECSTATE WASHDC 
TO AMEMBASSY DUBLIN IMMEDIATE 
AMEMBASSY STOCKHOLM 
INFO USMISSION NATO 
AMEMBASSY PARIS 

UNCLAS STATE 145257 

E.O. 11652N/A 
TAGS: NATO ENRG 

SUBJECT: CCMS: ENERGY CONSERVATION (ELECTRIC UTILITY LOAD 
MANAGEMENT MEETINGS) 

REE: A. PARIS 16045, 

1. EMBASSY DUBLIN REQUESTED TO EXTEND AN INVITATION TO 

MR. T B KERNS (HEAD OF DEVELOPMENT DIVISION, SALES DEPARTMENT, 
ELECTRIC SUPPLY BOARD OF DUBLIN) TO ATTEND CCMS ELECTRIC UTILITY 
LOAD MANAGEMENT MEETING JULY 9 AND 10 IN PARIS. 

2. CABLE OUTLINING AGENDA EOR THIS MEETING IS BEING REPEATED 
TO ACTION ADDRESSEES. 

UNCLASSIFIED 

UNCLASSIFIED 
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EM EMBASSY STOCKHOLM IS REQUESTED TO EXTEND SIMMILAR INVITATION 
TO SWEDISH GOVERNMENT OEEICIAL AS SOON AS IDENTIEIED BY 
EMBASSY PARIS. SISCO 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ENERGY, CONSERVATION, COMMITTEE MEETINGS, ELECTRIC POWER, INVITATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 45257 

Document Source: CORE 

Document Unique ID: 00 

Drafter: EPA/FAHARRIS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 79-0054 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740772/aaaacjnl.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A. PARIS 16045 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 SEP 2002 by ThomasVJ>; APPROVED <15 JAN 2003 by izenbei0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: ENERGY CONSERVATION (ELECTRIC UTILITY LOAD MANAGEMENT MEETINGS) 
TAGS: ENRG, NATO 
To: DUBLIN STOCKHOLM 
Type: TE 
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